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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS : 7459 - 1974 

Indian Standard 

SPECIFICATION FOR WASP TRAP 
0. FOREWORD 

0,1 This Indian Standard was adopted by the Indian Standards Institution 
on 22 October 1974, after the draft finalized by the Apiary Industry 
Sectional Committee had been approved by the Agricultural and Food 
Products Division Council. 

0.2 Wasp traps are used in several other countries. The field trials in 
Kangra Valley and Kashmir have shown that by using traps covered by the 
standard based on the Central Beekeeping Research Institute investigations, 
it had been possible to trap about 100 wasps daily during the active season. 

0.3 To control wasps which attack bee colonies for their food, an easier and 
efficient way is to use wasp traps. Wasp trap is a wooden box resembling a 
beehive, outwardly, designed to trap wasps with the help of baits like 
fermented honey, jaggery, rotten fish, rotten fruits, putrified meat and 
discarded brood count with little honey stores. 

0.4 Baits are placed in the lower chamber to attract wasps, which enter the 
trap through its entrance. The wasps enter the top cover through the 
central hole of the inner cover and are ultimately caught in the wire cage. 
The cage is then removed and wasps are destroyed. 

0.5 In the preparation of this standard, considerable assistance has been 
derived from the information supplied by the Khadi and Village Industries 
Commission, Bombay. 

0,6 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, expressing 
the result of a test, shall be rounded off in accordance with IS : 2-1960*. The 
number of significant places retained in the rounded off value should be the 
same as that of the specified value in this standard. 



1. SCOPE 

l.l This standard prescribes the material, dimensions and other requirements 
for wasp traps. 

♦Rules for rounding off numerical values ( revised), 
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2. REQUIREMENTS 

2.1 Essential Parts 

2.1.1 Assembly of wasp trap is shown in Fig, 1. Wasp trap shall consist 
of the following main parts: 

a) Wire gauze cage ( Fig. 2 ) 

b) Top cover ( Fig. 3) 

c) Inner cover ( Fig. 4 ) 

d) Lower chamber ( Fig. 5 ) 

2.1.2 The wasp trap shall be placed on a suitable stand ( Fig, I ) 

2.2 Shape and Dimensions — The wasp trap and its parts shall conform 
as far as possible to the shape and dimensions as given in Fig, 1 to 5. 




WIRE GAUZE CAGE 
TO COLLECT WASPS 

■WIRE GAUZE CONE. 
IN THE CAGE 

TOP COVER 



INNER COVER 



LOWER CHAMBER 



STAND 



Fig. 1 Assembly of Wasp Trap 
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CAGE 




-RECTANGULAR 
PEG FLUSH 
WITH BOTTOM 



-200 »-t 



2 D!A 




DIA 

CONE 

All dimensions in millimetres. 

Fig, 2 Wire Gauze Cage and Cone 
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CENTRAL HOLE ON TOP, 
20 DIA 



COVERED WITH 




All dimensions in millimetres. 

Fig, 3 Top Cover 




AH dimensions in millimetres. 

Fig. 4 Inner Cover 
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ENTRANCE 
FOR WASPS 




All dimensions in millimetres. 
Fig. 5 Lower Chamber 

2.3 Material 

2.3.1 Wood — Well seasoned timber, such as teak ( Tectona grandis Linn. ), 
piney { Hardwichia pinnata Roxb. ), pine (Pinus longifolia) and toon {Cedrela 
toona Roxb. ) ( see IS : 399-1964* ) shall be used. 

2.3.2 Wire ^- Shall be galvanized mild steel wire of diameter 0*4 mm. 
There should be 16 holes in one square centimetre screen area. 

2.3.3 Bee Escape Gate ~ The details and dimensions of bee escape gate shall 
be as given in 6.1.1 of IS : 1515-1969t, 

2.4 Workmanship and Finish — The different parts of the trap should 
have smooth finish. Exterior surface shall be painted white, light blue, light 
green or yellow to prolong the life of the equipment. All joints shall be 
sound to withstand normal use. The trap shall be suitably reinforced by 
side bars and supports. 

3. PACKING AND MARKING 

3.1 The different parts of the trap shall be packed in such a way as to 
protect them from damage in transit and during storage, 

♦Classification of commercial timbers and their zonal distribution ( revised), 
tSpecification for beehives {first revision). 
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3.2 Marking' — Following information shall be engraved on each wasp txap: 

a) Name of the manufacturer; 

b) Batch or code number; and 

c) Registered trade-mark, if any. 

3.2.1 Each wasp trap may also be marked with the ISI Certification Mark, 

Note — The use of the ISI Certification Mark is governed by the provisions of the 
Indian Standards Institution ( Certification Marks ) Act and the Rules and Regula- 
tions made thereunder. The ISI Mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the requirements 
of that standard under a well-defined system of inspection, testing and quality control 
which is devised and supervised by ISI and operated by the producer. ISI marked 
products are also continuously checked by ISI for conformity to that standard as a 
further safeguard. Details of conditions under which a licence for the use of the ISI 
Certification Mark may be granted to manufacturers or processors, may be obtained 
from the Indian Standards Institution. 
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